CK-140 — ROCKEFELLER  MEMORIAL  CHAPEL 
UNIVERSITY  OF  CHICAGO 
The  Chapel  was  designed  as  an  original 
creative  work  of  Gothic  architecture  by  Mr. 
Bertram  Grosvenor  Goodhue,  a  gift  of  the 
late  John  D.  Rockefeller,  Sr.  The  carillon  of 
72  bells,  is  a  gift  of  John  Rockefeller,  Jr.  in 
memory  of  his  mother. 
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